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Figure  10       Typical  JFET Output Characteristics
for   the   2N2608

3. An important parameter of a FET is the zero-gate-voltage
drain current (loss)' r^ie first two subscripts indicate
that the drain-to-source circuit is of concern.

The   third   letter   refers   to   the  condition  of   the   third
element  of  the  JFET  relative  to   the   reference  element,
In   this  case,   the   S  indicates   that  the   gate   is   shorted
to   the   source   (figure   11{A)).     Usually  IDSS   ^s   specified
for   a  definite  VDQ.      In   the  curves   of   figure   10,
indicated   for  -5  volts *
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